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Integrated Disease Surveillance Programme CSVID-19 
TARAS VIA : Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun Uttarakhand State Control Room 
Date: 26-04-2022 Health Bulletin Time: 6:00 PM 
Bulletin No. 809 (since 15t® March 2020) 

%@ Positive Today: 16 4A Recovered Today: 02 

4% Death Today: 00 4 Active Cases: 87 

S*’Y Sample Positivity today: 1.04% R% Recovery Percentage: 96.12% 
1. Total cumulative Positive COVID-19 detected since 01.01.2022: 92328 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 88748 (96.12%) 


3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3218 (3.49%) 


4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 275 (0.30%) 
5. Number of samples found negative for COVID-19 today: 1521 
6. Total number of samples sent for COVID-19 testing today: 1683 
7. Total number of cumulative samples found negative since 01.01.2022: 1297115 
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Uttarakhand State Control Room 


Integrated Disease Surveillance Programme C®&VID-19 


Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun Uttarakhand State Control Room 
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Detailed Status of Sample Tested 





: Negative ve Positive 

Negative : Positive : 

; Cumulative : Cumulative 

in last 24 : in last 24 ' 
hours Since hours Since 

01.01.2022 01.01.2022 


U.S. Nagar 
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Details of State Control Room 


E-mail: id19 arroom4 ik gm< ri, .cOm, 1 sputté <hand¢ md —1ril.c om 


























Toll free No: 104/01352609500 


® whatsapp No. 9412080544 


Details of District Control Rooms 


01368-222213, 7302796031 


05964-297551 

01376-234793 

01364-233727, 7456003173, 7456003162, 8920456016, 7078301730 
05944-246590, 05944-25010, 05944-250101 

01374-222641, 7417162869 
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COVID-19 Vaccination 


26th April 2022 


*® Sessions Held Today: 951 

* Number of Beneficiaries Vaccinated Today: 21252 

* Total Number of Beneficiaries Partially Vaccinated: 8812840 
* Total Number of Beneficiaries Fully Vaccinated: 8123703 
* Total Number of Beneficiaries Given Precaution Dose: 481708 


Details of Beneficiaries Vaccinated in Uttarakhand 


coverage 


Cumulative 
Precaution 
Dose Precaution 
Coverage Dose 


15-17 15-17 
years 1st years 

Dose 2nd Dose 
Coverage | Coverage 


18+ years 18+ years 12 pre fe ane 
1st Dose 2nd Dose Dose Dose Dose Dose 
Coverage Coverage Coverage | Coverage | Coverage | Coverage 


12-14 
Yrs 
1st Dose 


aimora | 14243 | 820 | ag7i4 | 2isas | 383151 | 355931 | 6022 | 6029 | 9956 | 9759 | 31161 | 1085 | 200 _ 
Bageshwar_ | 7940 | 2022 | 14051 | 12832 | 186267 | 172266 | 2514 | 2521 | 2321 | 2401 | 19769 | 373 | 66 
3529 
Haridwar | 10211 | 1006 | 72472 | 35758 | 1512840 | 1450005 | 17784 | 17608 | 44sa | 48430 | s2i4a | 1133 | 362 
Nainital | 24014 | 3355 | 4oggo_| 35266 | 757397 | 730614 | 14195 | 13830 | 20106 | 20150 | 49750 | 1439 | 406 
Paul | 13090 | 1650 | 31734 | 24504 | 454013 | 421322 | 7914 | 7926 | 7099 | 7175 | 34689 | 1391 | 276 


820 
36 
Puenagar | 26604 | 3335 | ro6oe | arzas [issasea | isaszi0| 12485 | 13567 | saves | a3eo7 | a7sse [3273 | 271 
Puranaani [7344 | 1117 [17565 | 11238 | 236003 | 223959 | 34s1 | sags | 4959 | soos | 2s040 | 577 | 24 





